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REA  SERVICE  — AT  A PRICE  THE  PARMER  CAN  APPORD.  4 pages. 

Intended  primarily  for  farmers  who  are  unacquainted,  with  the  REA, 
this  folder  explains  "briefly  REA's  purpose  and  program,  including 
who  may  "borrow  and  under  what  circumstances  loans  may  "be  made. 
Charts  show  the  progress  of  rural  electrification  in  America  and 
abroad. 


THE  REA  GUIDE.  18  pages. 

This  is  a "question  and  answer"  pamphlet,  designed  especially  for 
farm  leaders.  Questions  covering  every  phase  of  REA’s  activities 
and  functions  are  answered.  Data  are  included  to  show  the  approxi- 
mate annual  consumption  and  approximate  first  cost  of  some  of  the 
most  important  home  and  farm  appliances. 

WIRING  YOUR  PARM  AND  HOME.  12  pages. 

This  provides  a nontechnical  discussion  of  wiring  and  wiring  pro- 
blems for  the  farmer  who  is  contemplating  wiring  his  home  and  farm 
for  electric  service.  REA  financing  of  farmstead  wiring  is  also 
discussed.  There  is  printed  a list  of  over  200  uses  of  electricity 
in  the  home  and  on  the  farm.  Available  from  the  Superintendent  of 
Documents,  Government  Printing  Office,  Washington,  D.  C. , at  5 cents 
a copy,  with  a 25  percent  discount  for  quantities  of  100  or  more. 

Pree  copies  of  the  pamphlet  will  be  sent  by  REA  to  county  agents, 
public  officials,  educators,  and  REA  project  officials. 

ELECTRIFYING  YOUR  PARM  AND  HOME.  16  pages. 

This  pamphlet  is  designed  to  bring  to  those  about  to  receive  electric 
service  a message  of  what  electricity  can~~and  should  do  for  them. 
Adequate  wiring  and  the  installation  and  use  of  home  and  farm  equip- 
ment are  discussed.  The  publication  contains  a number  of  line  cuts 
and  half  tones  illustrating  a few  of  the  uses  of  electricity.  Avail- 
able from  the  Superintendent  of  Documents,  Government  Printing  Office, 
Washington,  D.  C.,  at  5 cents  a copy,  with  a 25  percent  discount  for 
quantities  of  100  or  more. 


Pree  copies  of  the  pamphlet  will  be  sent  by  REA  to  county  agents, 
public  officials,  educators,  and  REA  project  officials. 
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Note.  - Issued  by  the  Extension  Service^U.  S.  Department  of  Agriculture, 
for  the  use  of  extension  workers. 
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HELPING  YOU  TO  HELP  YOUPSELE. 

A series  of  three  folders  on  Wiring,  Lighting,  and  Home  and  Parm 
Appliances,  designed  to  aid  PEA  projects  in  their  utilization  work. 

1.  WIPING. -Contains  practical  suggestions  for  wiring  a farm  home 

and  farm  buildings  with  diagrams  to  help  in  the  planning 
of  home  wiring  which  have  been  drawn  to  illustrate  the 
various  conditions  which  may  be  encountered  in  wiring 
the  average  farm  home. 

2.  LI C-HTING. -Supplements  the  wiring  folder  with  suggestions  for  pro- 

per home  lighting  and  contains  line-cut  illustrations 
showing  the  kind  of  lighting  fixtures  to  be  used  in 
various  parts  of  the  house. 

3.  HOME  AND  EAPM  APPLIANCES . -A  brief  discussion  of  the  principal 

home  and  farm  appliances  and  their  first  cost  and  energy 
consumption.  The  reader  is  told  how  to  compute  his  pros- 
pective monthly  bill  in  terms  of  the  power  rate  and  the 
appliances  which  may  be  used. 

ELECTRIC  POWER  ON  THE  PARM.  Edited  by  David  Cushman  Coyle.  170  pages. 

This  is  a story  of  electricity,  its  usefulness  on  farms,  and  the 
movement  to  electrify  rural  .America.  The  volume  contains  an  exten- 
sive study  of  electricity  in  relation  to  agriculture  in  all  its 
aspects,  including  chapters  on  rural  electrification  abroad,  energy 
rates,  and  cooperative  electric  distribution. 

Eor  sale  by  the  Superintendent  of  Documents,  Government  printing 
Office,  Washington,  D.  C.  at  25  cents  a copy. 

RURAL  ELECTRIFICATION  NEWS  (Monthly). 

A magazine  issued  by  REA  summarizing  news,  events,  and  activities 
in  rural  electrification  throughout  the  country.  It  contains  feature 
articles,  pictures,  technical  discussions,  news  items,  and  seasonal 
articles  on  the  use  of  electric  farm  equipment.  It  covers  privately 
financed  rural  electrification,  past  and  present,  as  well  as  the 
Government  program. 

Subscriptions  at  75  cents  a year  received  by  the  Superintendent  of 
Documents,  Government  Printing  Office,  Washington,  D.  C. 
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LITTLE  WATERS.  82  pages. 

A study  of  headwater  streams  and  other  little  waters,  their  use 
and  relations  to  the  land.  By  Harlow  3.  Person  and  others  for  the  Soil 
Conservation  Service,  Resettlement  Administration,  and  Rural  Elec- 
trification Administration.  (Rev.  April  1936) 
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On  sale  “by  the  Superintendent  of  Documents,  Government  Printing 
Office,  Washington,  D.  C. , at  15  cents  a copy  (paper  hound)  and  50 
cents  a copy  (hoard  hound). 

THE  EUTUEE  OE  THE  GREAT  PLAINS.  194  pages. 

Report  of  the  Great  Plains  Committee.  (December  1936).  A discus- 
sion  and  report  of  the  general  physical  characteristics,  use  and 
misuse  of  lands  and  waters,  and  a program  of  readjustment  and  devel- 
opment for  the  Great  Plains  area. 

On  sale  hy  the  Superintendent  of  Documents,  Government  Printing 
Office,  Washington,  D.  C. , at  40  cents  a copy. 

REA  EILi.l  STRIPS  ITQW  AVAILABLE 


"Electric  Power  Serves  the  Earm11  — REA  2. 

General  rural  uses  of  electricity  shown. 

"A  Visit  to  Rosedale"  — REA  3. 

Electricity  on  REA’s  demonstration  farm  near  Washington, 

"How  to  Develop  an  REA  Project"  — REA  4. 

Shows  pictorially  how  projects  are  developed  and  rural  lines  are 
huilt,  and  illustrates  the  social  benefits  to  he  derived  from  rural 
electrification. 

"The  Hew  Rural  School"  — REA  5. 

Shows  how  electrification  brings  richer  experiences  and  makes  pos- 
sible more  practical  education  in  rural  schools. 

These  film  strips,  with  prepared  lectures,  should  he  ordered  direct 
from  L.  E.  Davidson  Picture  Service,  438  Delaware  Avenue,  Buffalo,  H.  Y. , 
at  55  cents  each.  (Price  includes  postage.) 
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